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Gasilin lit cm, <3. <$,, May 16, j 1893 # 


To the 

Director of the Mint# 


I beg to inclose herewith the statement of the Assistant 
Treasurer U#S#, Boston, of the light weight gold coin received 
from Boston Banks in exchange for U#S# Notes, amounting to 

* < t 

$11,527#50. which I have this day directed to be transferred to 
the Philadelphia Mint for recoinage. As each bank has agreed 
to make good the light weight gold deposited by it,I will thank 
you to instruct the Superintendent of the Mint to ascertain the 
loss on each separate deposit,as shown by the inclosed statement 
and report the same separately and in duplicate to this office, 
so that one report can be forwarded to the Assistant Treasurer 
U*S#, Boston, to be reported to the banks for deposit and the 
other report can be used as a basis for reimbursement to. the 
Treasurer from the appropriation for "loss on recoinage of gold 
coin”• 



• Treasurer 


U.S 


Respectfully yours, 
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Treasury Department. 
Bureau of the Mint. 

May 17, 1895. 
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In your reply, please quote above initials. 

Treasury Department, 

Office of the Treasurer, 

Washington, D.C., 

May 16, 1893 

To the Director of the Mint. 

Sir: 


I beg to inclose herewith the statement of the Assistant Treasurer U.S., Boston, of the 
light weight gold coin received from Boston Banks in exchange for U.S. Notes, amounting to 
$11,527.50. which I have this day directed to be transferred to the Philadelphia Mint for 
recoinage. As each bank has agreed to make good the light weight gold deposited by it, I will 
thank you to instruct the Superintendent of the Mint to ascertain the loss on each separate 
deposit, as shown by the inclosed statement, and report the same separately and in duplicate to 
this office, so that one report can be forwarded to the Assistant Treasurer U.S., Boston, to be 
reported to the banks for deposit and the other report can be used as a basis for reimbursement to 
the Treasurer from the appropriation for “loss on recoinage of gold coin”. 

Respectfully yours, 

J.K. Meline 
Asst. Treasurer U.S. 

[Typed note on back of letter:] 

Treasury Department. 

Bureau of the Mint. 

May 17, 1893 

Respectfully referred to the Superintendent of the mint at Philadelphia, who will comply 
with the request of the Treasurer of the U.S. 

R.E. Preston 
Acting Director. 



